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MINISTRY OF POWER 
NOTIFICATION 

New Delhi, the 3rd September, 2009 

S.O. 2283(E). —In exercise of the powers conferred 
by Section 162 of the Electricity Act, 2003 (36 of 2003), 
read with rule 4(A) of Indian Electricity Rules, 1956, the 
Appropriate Government hereby appoints Shri Ravi 
Bhushan, Dy. CEE/E & M, Delhi Metro Rail Corporation 
Ltd. as Assistant Electrical Inspector from the date of issue 
of this notification. 

2 Shri Ravi Bhushan shall exercise the powers and 
perform functions in respect of all electrical works, electrical 
installations and electrical rolling stock in operation within 
the areas occupied by the DMRC or in respect of works 
and all electrical installations under the control of DMRC/ 
belonging to DMRC. 

[F. No. 42/4/200 l-R&R] 
MALAY SHRIVASTAVA, Director 
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